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1. GENERAL 

1.01 This specification covers the connections for recovered multislot 
coin collectors. 

1.02 On 182-type coin collectors equipped with chute-mounted signal 

assembly, a strap lead (P-476703, red-white, 5-1/ 2 inches long) 
may be required to enable the gong transmitter lead to reach the BKX or R 
terminal in the upper housing. The A or E terminal on the steel coin 
chute shall be used as a binding post for connecting the transmitter and 
the strap leads together. 

1.03 Wires for connections to screw terminals shall be equipped with 
cord tips. 

1.04 Coin collectors not equipped with self-contained networks and ringers 
shall be connected in accordance with the attached drawings listed in 
Table A. 236 type and converted coin collectors so equipped, as identified 
with a red star adjacent to the code number, shall be connected in accordance 
with A-580622. 

1.05 Conductors and cords shall be dressed as closely as practicable 
to walls of housing or backplate. However, they should not come 
in contact with gongs or interfere with relay, relay cover, or coin chute, 
they should not obstruct passage of coins or operation of parts; and they 
should not be pinched when coin collector is assembled. 

1.06 The normally open contact on the two-coil relay or the G terminal of 
single-coil relay shall be connected to the mechanism base with a 
P-10E731 lead terminated under a P-42B201 screw and a P-284186 washer. 
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TABLE A 


CONNECTIONS 


Code No. 

Drawing No. 

Code No. 

Drawing No. 

182C,D 

ESL-780238 

197C,D,G,H, CS, DS, 
GS, HS, CT, DT, GT, 
HT 

*BL-214761 

182CN, DN 

B-917145 

191C,D,G, H, CS, DS, 

GS, HS, CT, DT, GT, HT 

*BL-21476l 

197CN, DN, GN, HN, 
CNS, DNS, GNS, HNS 

B-917139 

191CN, DN, GN, HN, 

CNS, DNS, GNS, HNS 

B-917139 

197CNT, DNT, GNT, 
HNT 

B-942833 

191CNT, DNT, GNT, 

HNT 

B-942833 

198G, H 

BL-751474 

198GN, HN 

B-917141 

193G, H 

BL-751474 

200C,D 

B-917145 

193GN, HN 

B-917141 

210G, H 

B-917141 

195C, D, G, H, CS, DS, 

GS, HS, CT, DT, GT, HT 

*BL-214761 

212G, H 

B-917141 

195CN, DN, GN, HN, 

CNS, DNS, GNS, HNS 

B-917139 

220C, D, G, H 

B-917139 

220CT, DT, GT, HT 

B-942833 

195CNT, DNT, GNT, HNT 

B-942833 

223C.D, G, H 

B-917139 

196C,D,G, H,CS, DS, GS, 
HS, CT, DT, GT, HT 

*BL-214761 

223CT, DT, GT, HT 

B-942833 

230, 233C,D,G,H 

B-942833 

196CN, DN, GN, HN, 

CNS, DNS. GNS. HNS 

B-917139 

234G 

B-942833 

235G 

A-580312 ' 

196CNT, DNT, GNT, 

HNT 

B-942833 

1234G 

A-580339 

1235G 

A-580311 


*1 


* T-coded coin collectors also require drawing B-942823. 





COIN VANE STEM-l \ 

-REMOVE LOCKWASHER 
P-12C414 GROUND WIRE ASSEMBLY 
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Screw Located on 
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liiyhf side i Fijr. 5) 

Other than 
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Fig. 6 — Method of Grounding Housing Assembly, 
Open Type Installation 


Fig. 7 — Method of Grounding Housing 
Assembly, Indoor Booth 
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DOOG MOUNTED COMPONENTS 

































































LOWER HOUSING AND BACKPLATE ASSEMBLY 



1. THESE LEADS SHALL BE DRESSED THROUGH LEAD 
RETAINER OPENING ON THE COIN HOPPER. 

2. CONNECT LEAD ASSEM3LY, ITEM 29B’0N A-580340. 
FROM G TERMINAL ON COIN RELAY TO GROUND SCREH, 
ITEM 17 ON A-580340. 


-UPPER HOUSING ASSEMBLY - 


CO/N CHUr£ 

ELECTROMAGNET 


s— 

O lBR) 

'452B 

0 X 


SIGNAL TRANSMITTERS 


TOUCH TONE DIAL ASSEMBLY 

S5L3 


Rl 77 T2 


RV3 

. 7/' _ T2' _ R2 


AS80339 


flB IT .d M 

ifiTf' i 



LOW P/?£Q. 



HUH FREQ . 



/23-PG COW 
COLLECTOR 
C0N/VECT/H6 
D/RGRHM 



6S I s !A - 580339 


A-580339 






































LOWER HOUSING AND BACXPLATE 



NOTES 

1. ITEM NUMBERS 36 AND 28B ARE SHOWN ON P-89E000 

2. ITEM NUMBERS 16 AND 20B ARE SHOWN ON A-580598. 

3. ITEM NUMBER 18B IS SHOWN ON P-89E100. 


UPPER HOUSING 



ELECTRO-MAGNET 


Jfe) 
_&) 


XMTRS 


(BR) 


-3G 

SEE NOTE / 


-28B 

SEE NOTE I 


K-580G2Z 


I br-fA'Jf Vi'M R5l I 
IrA-l 


AMJA i97Z 


/ssc/s- / 



3&4/83-B/ 


10-28-65 




236G 

COIN COLLECTOR 
CONNECTING 
DIAGRAM 


WESTERN ELECTRIC CO. INC 
ENGINEER OP MANUFACTURE 


UNLESS OTHERWISE SPECIFIED. ALL DIMENSIONS ARE IN INCHES. NONLIMITCD DIMENSIONS 
OTHER THAN SIZE OF RAW MATERIAL SHALL BE HELD AS FOLLOWS WHEN EXPRESSED: I 

TO 2 DECIMAL PLACES ± AS ANGLES ± I C 

TO S DECIMAL PLACES ± I DWO **« I D 

FOR GENERAL INFORMATION ON SYMBOLS AND NOTES REFER TO MANUFACTURING I A O |C A 

STANDARD 16.003. PART 2. SECTION 227. I I ^ N/OV/VtL. 
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Y_ 

BB 

R 
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TRANS. 


ELEC.-MAG. 


MAKES 
LAST / 


CD ^ 
CD GO ^ 


transfer 

SPRING— 


AE 




RED - WHITE 


vaR.mtg: 

LUG 


blackBKX 


BLACK 


see note 3 

COIN RELAY 


CONTACT CLOSED 
BY COIN 

8LACK^6-y - 

s>—-- 1 I ^ 

SLATE— 


FOR MANUAL SERVICE 

STRAP OR BLACK WIRE SHOWN BETWEEN BBX 
AND BB TERMINALS ON BACKPLATE SHALL BE 
CONNECTED BETWEEN BBX AND W TERMINALS. 


YELLOW ON 
" DIAL CORD 

FILTER BRACKET 
" TERMINAL 


?BKlBI 


-4.-U 


NOTES! 

I. dotted lines SHOW 

CONNECT IONS FOR TH«L- 
SHORTINQ contacts 
OF 4 - BELftY. 

BROWN QON4 SIGNAL 
LEAD OR BLACK FILTER LEAD 


J/V_ 

Y 

BB 

R 

BKX 


CONNECTED TO X TERMINAL ON COIN 
chute INSTEAD OF BK TERMINAL. 

Z. coin collectors Equipped With P-iocii7 coin 
RBL/\y (4 SPRING OtAL - SHoRTlNQ TVPE ) 

/)F?£ CODED WITH SuFfhL LETTER " s ” 


Lg-- jr_--" J 

CSEE. NOTES \$2) jo UPPER 

HOUSING FOR 
MANUAL OR 

BE DIAL SERVICE. 


YELLOW 
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GONG 
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FILTER 

CONNECTIONS 


TRANSFER SPRING^" 

3. FOR CONNECTIONS TO SLOW _ __ , . , r- r-* w . ^ r- 

RELEASE RELAY SEE B-^823 t F0R D AL SERVICE 

COU.&CTORS SO EQUIPPED AR^ 

COPED WITH Slff=F\X tt T 



ISSU 1- 2 


REDRAWN FROM 
/ASUE z TO SEPARATE W/R/A6 
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/SSUE S 
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WESTERN ELECTRIC CO, INC 

ENGINEER OF MANUFACTURE 
CENTRAL OFFICE EQUIPMENT 


Bell Telephone 
Laboratories. Inc 


BL-2I476I 
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6zizt7z-ig e 


BROWN 


GONG 

TRANS. 


BK~YY 

BB-YY 


ELEC.-MAG. 


HANDSET 

\CORD 


C^MAKES 
5oJ LAST 


GND 


m 


5 o 


(SEE NOTE I) 


TRANSFER 
SPRING " 


A E 


NOTES 

1. IN SOME OF THE UPPER HOUSINGS, 
THESE TERMINALS ARE DESIGNATED 
W, Y, YY f BB, AND BK-YY, RESPECTIVELY 
(TERMINAL 5 SHOULD BE FURNISHED) 

2. DOTTED LINES SHOW CONNECTIONS 
FOR DIAL-SHORTING CONTACTS OF 

RELAY, BROWN GONG SIGNAL * 
LEAD OR BLACK FILTER LEAD MAY * 
BE CONNECTED TO X TERMINAL ON 
COIN CHUTE INSTEAD OF 5 TERMINAL 

3. COIN COLLECTORSeqUiPpep with 

P-IOC-H7 com RmLAY^fli-spieiNG.PiAL SHotTT 
)( |NGTYpe)AR& COOe^YfiTH SUFFIXES " 

0\ 4.FOR CONNKTION5TO 5LOW oo ^ 

A RELEASE RELAY B '9^2823. 

+ ^ COLLECTORS SO EQUIPPEP ARE 

I COPED WITH SUFFIX "T? 


EQUIPPEP ARE 
=FVX *T'/ 


GREEN 


BLACK 


WHITE 

VAR.MTG.|- 

LU6 ^Zp 

RED _ 

CONTACTS 
CLOSED BY 
COIN 

RELAY-see^ 
notes 2. t 3&4 


REC 


REC 


BLACK 
✓ WHITE 


FOR MANUAL SERVICE 

STRAP OR BLACK WIRE SHALL BE ADDED 
BETWEEN R AND TOP REC TERMINALS 
ON BACKPLATE. 

EQUIPPED WITH P-I0CII7 
— COIN RELAY (4-SPRING 

X JaR\ DIAL-SHORTING TYPE) 


YELLOW ON 
'DIAL CORD 


FILTER BRACKET 
"TERMINAL 


LI(SL) 


TO UPPER 
HOUSING FOR 
MANUAL OR 
DIAL SERVICE. 


bJ 

dial! 

CORD 


IBKIBB. 


-STRAP 


GONG 

TRANS. 



BLACK 




BK-YY 

BB-YY 


ELEC.-MAG. 


BK-YY, 

——- o. 

BB-YY, 


(SEE NOTE I) 
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: Hr 2 ' 


* 

o 

w « 


RED 


BK-YY, 

- Q. 

BB-YY, 


RED-WHITE 

BLACK 



( SEE NOTE I ) 


FILTER CONNECTIONS 


TRANSFER SPRING' 


FOR DIAL SERVICE 


ENGR 

J .F, SESSION _ 

DRAWN 

E.HP.'fPORO _ 

ISSUE 4 Z-I5-SZ _ 

REDRAWN FROM 
ISSUE4 TO SEPARATE INIRJNR 
FOR Ft AN OR L RAO DIAL SERVICE. 
FIR. TITLE WAS SHOWN. 

fE./Mp\ HOHr FA 

*!SSU£:5 S-26S+ ASK 


A DOE/) ; D/AL ~ DWORT/WG 
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l \zf3-a\jFj- 

■/S5uz:6 lo-(4-s7 \C dj, 
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"EES " T/PE FROM TITLE 
I ' 

fss <-)£ 7 //-IS-5& 

PPPEP NOTE 4- &, 
CT t GT TO JITLE 

CHAN6&D r(\j SHOTS 3 
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/SS<s£ 8 3- 1-3? 

Apooeo 

/Pa.Ef=P TO 

P-/OC if 7 cot If 

//f /VO 3 • 
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BLUE EE AD f=BOTi 
ItvNEie OHO SPfUN & 

_ to &rtp Teeri. 

CHANGED 

CONNECTIONS TO -LI LSL 
ON TERM. BUOCK. NOTE 2 

I ci I *JB _ 

ISSUE 9_12-15-59 


USED ON | DWG_ 

174 C ,CS, CT, G,GS, 
GT 

COIN COLLECTOR 
CONNECTIONS 


WESTERN ELECTRIC CO, INQ. 

ENGINEER OF MANUFACTURE 
CENTRAL. OFFICE EQUIPMENT 

Bell Telephone 
Laboratories. Inc 


BL-247129 
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NOTES: 

|. IN SOME OF THE UPPER HOUSINGS, THESE TERMINALS 
ARE DESIGNATED W,Y,YY,BB, AND BK-YY, RESPECTIVELY 
(TERMINAL 5 SHOULD BE FURNISHED.) 


BK-YY 

BB-YY 


5 0 


(SEE NOTE I) 


MAKES 

LAST 


HANDSET CORD- 
WHITE 


WAR. MTG. LUG 


BLACK 


WHITE 

TO UPPER HOUSING 
FOR MANUAL OR C 

DIAL SERVICE. 


L 1 |GREEN 

CONTACT CLOSED BY 
COIN- 

COIN RELAY 


BK-YY 

BB-YY 
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BK-YY t 
BB-YY. 


(SEE NOTE I ) 


0£ I ZfrZ-lQ 6 
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GONG 

TRANS. 


FOR MANUAL 
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WN | r BETWEEN R AND RIGHT REC 
ELEC MAG terminals ON BACKPLATE. 


El 
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>kN 
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ELEC - MAG. 
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O £ 
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(D tr 
CD 
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FILTER BRACKET 
TERMINAL 


YELLOW 



BK-YY, 

——— : —k 

BB-YY, 


(SEE NOTE I) 


FILTER CONNECTIONS 


DIMENSIONS UP TO AND INCLUDING 7S INCHES EXPRESSED IN INCHES. 
NON-LIMITED DIMENSIONS. OTHER THAN SIZE OP RAW MATERIAL, SHALL 
■E HELD WITHIN FRACTIONAL DECIMAL__ 


ISSUE 4 2-15-52 


REDRAWN FROM ISSUE 4 TO 
SEPARATE WIRING FOR 
MANUAL AND DIAL SERVICE 
FIG. TITLE WAS SHOWN. 

ISSUE 5 5-26-54 

ADDED: DIAL-SHORTING 
CODES, CONNECTIONS 4 
NOTES 

ISSUE 6 9-14-57 
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ISSUE 7 11-15-58 
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TO TITLE 
CHANGED: NOTE 3 
REMOVED: GROUND LEAD FROM 
TERM. BL. TO RELAY 

ISSUE 8 5-1-59 

REFERENCE TO 4 SPRING 
RELAY 4 "S' CODES 
DELETED. 
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COIN 

COLLECTOR 

CONNECTIONS 


WESTERN ELECTRIC CO. INC 

ENGINEER OF MANUFACTURE 
CENTRAL OFFICE EQUIPMENT 


BELL TELEPHONE 
LABORATORIES 

INCORPORATED 


BL-247130 
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HANDSET 
CORD 



CONTACT MOMENTARILY 
OPENED BY COIN 


NOTE: 

I. IN SOME OF THE UPPER HOUSINGS, THESE TERMINALS 
ARE DESIGNATED W, Y, YY, BB, AND BK-YY, RESPECTIVELY. 
(TERMINAL 5 SHALL BE FURNISHED.) 
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DIMENSIONS UP TO AND INCLUDING 72 INCHES EXPRESSED IN INCHES. 
NON-LIMITED DIMENSIONS. OTHER THAN SIZE OF RAW MATERIAL, SHALL 
BE HELD WITHIN FRACTIONAL DECIMAL 


DWG SIZE 
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Note: 


(See Note i) 


I. in some of the upper housings, these terminals 
are designated W, Y, YY, BB,a BK-YY, respectively. 
(Terminal 5 not always furnished) 
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NOTES: 

1. DOTTED LINES SHOW CONNECTIONS FOR DIAL¬ 
SHORTING CONTACTS OF 4-SPRING RELAY. 

A BROWN GONG SIGNAL LEAD OF INSUFFICIENT 

LENGTH FOR CONNECTING TO BKX TERMINAL 

SHALL BE CONNECTED TO THE BK TERMINAL 

AND A BLACK STRAP CONNECTED FROM BK TO BPCX. 

2. COIN COLLECTORS EQUIPPED WITH P-IOC 117 
COIN RELAY (4-SPRING DIAL-SHORTING TYPE) 

ARE CODED WITH SUFFIX LETTER "S’ OR IN 
THE 200 SERIES WITHOUT THE SUFFIX "S". 

3. F O R CO NN ECT I O N S TO SLO W R ELEASE R ELAY 

SEE B-94 2 8 23. COLLECTO R S S O EQU IPP ED - 

A RE COD E D WI T H SUFF I X "T". 
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ww 
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MINAL. 


REMOVED: STRAP BETWEEN BK 
S BKX TERMINALS. S 

CAH | | HOW | ABR 


ISSUE 2 A-E-56 

-iDUEQi DIAL SH0RTIN6 COOES 
IINCL. 200 SERIES) CON¬ 
NECTIONS » NOTES IS 2 
CHANGED: FOR MANUAL SERVICE 
CAPACITOR WAS STRAPPED 
BETWEEN ASX TEWINALS 10" 
RESISTOR WAS STRAPPED BE¬ 
TWEEN ES X TERMINALS 
TEBIINAL PLATE WITH THIRD 
TERMINAL "l" REPLACED 
I TWO TEW! NAL) BLOCK. _ 

CFC | CFX 1 AJB 1 JFJ 
ISSUE 3 11-15-ST 
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TERMINAL 
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BLACK 


SEE NOTE I 

FOR DIAL SERVICE 
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(SEE NOTES I 8 2) 
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MATERIAL 


TO 2 DECIMAL PLACES 1 
TO 3 DECIMAL PLACES 1 


AS ANGLES 1 


FOR GENERAL INFORMATION ON SYMBOLS AND NOTES REFER TO MANUFACTURING 
STANDARD 16.003. PART 2. SECTION 227. (THIS NOTE IS NOT APPLICABLE TO 
CENTRAL OFFICE EQUIPMENT.) 
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(FOR OTHER CONNECTION INFORMATION SEE BL-214761) 


ISSUE 3 6- 

EMOVED 

174 and 17 d T pe 
Informacion 


IjCut! 4 


6-13-60 


2-15-54 


ADDED 

G TERMINAL TO GROUND 




USED ON 


CONNECTIONS FOR 
SLOW RELEASE 
COIN HANDLING 
MECHANISM 
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YELLOW 


NOTES: 

1. IN SOME OF THE UPPER HOUSINGS, THESE TERMINALS 
ARE DESIGNATED W,Y,YY,BB, AND BK-YY, RESPECTIVELY 
(TERMINAL 5 SHOULD BE FURNISHED.) 

2. BROWN GONG SIGNAL LEAD OR BLACK FILTER LEAD MAY 
BE CONNECTED TO X TERMINAL. 


3. COIN COLLECTORS EQUIPPED WITH P-IOC I 17 COIN RELAY 
(U-SPRING DIAL-SHORTING TYPE) ARE CODED WITH 
SUFFIX LETTER "S n . 

U. FOP CONNECTIONS TO SLOW RELEASE RELAY SEE B-9H2823. 
COLLECTORS SO EQUIPPED ARE CODED WITH SUFFIX "T". 


(>£82*6-18 I 


— 

Y BH 

BK ' YY CP 

bb-yy ^ 

S , 

(SEE NOTE I) 


TRANSFER 

SPRING 



BROWN 


GONG 

TRANS. 


■ NOR 

AJB 

DRAWN 

THB 

| issue | 12/15/59 


ELEC-MAG. 


El 


MAKES 

LAST 


HANDSET 
CORD- 

WHITE- 


X 

yz co. 


SL w 


I RED-WHITE _J 

FOR MANUAL SERVICE 

BLACK WIRE SHALL BE CONNECTED BETWEEN 
R AND W TERMINALS ON BACKPLATE. 


-YELLOW ON DIAL CORD 


■FILTER BRACKET TERMINAL 


YELLOW 


-VAR.MTG. LUG 


BLACK 


fr 






!> , 

P 

Lj 



— 

— 

— 

-J 





— 

£r 



y^bkbb 


TO UPPER HOUSING 
FOR MANUAL OR 
DIAL SERVICE 


-y -—STRAP 
DIAL 

' CORD GONG 
TRANS. 



BLACK 


1 GREEN 

CONTACT CLOSED 

BY COIN - 

(SEE NOTE 4) 

COIN RELAY . ,_i 


.- L 

BK-YY 

BB-YY 


SLATE 


BLACK 


W_, 

Y_ 

BK-YY 

BB-YY , 

5, 


( SEE NOTE I ) 


* -J 

. O OD 

3 a 

m m 


BROWN 


ELEC -MAG. 


TRANSFER 

SPRING 



m 

J AE 

r 


RED-WHITE 



BLACK 


»_ < 

Y 

-< 

BK-YY, 

-v 

BB-YY ( 
5 < 


1 —(SEE NOTE I) 

FILTER CONNECTIONS 



MATERIAL 


FOR DIAL SERVICE 


DIMENSIONS UP TO AND INCLUDING 72 INCHES EXPRESSED IN INCHES. 
NON-LIMITED DIMENSIONS, OTHER THAN SIZE OF RAW MATERIAL, SHALL 
BE HELD WITHIN FRACTIONAL DECIMAL 


USED ON 


176 CS,CT,GS ,GT 
COIN 

COLLECTOR 

CONNECTIONS 
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YELLOW 


NOTE 


A BROWN GONG SIGNAL LEAD OF INSUFFICIENT LENGTH FOR 
CONNECTING TO BKX TERMINAL SHALL BE CONNECTED TO 
THE BK TERMINAL AND A BLACK STRAP CONNECT "BK" TO "BKX 


TERMINAL 

PLATE 


BK 
W_ 

Y_ 

BB_ 

R_ 

BKX 


ro 

C\J 

I 

ro 

ro 

LU CM 

H i 

X O 
> ro 
5 CM 
I 

Q Z 
LU O 


GONG 

"TRANS 


ELEC-MAG. 


5 z 

o LU 

q; LU 

cq a : 

o 


jT 


GREEN 


ISSUE:| 


5-I5-6C 


ADDED 

234G TO TITLE AND IN 
CONNECTIONS FOR DIAL 
AND MANUAL SERVICE. 

| g I AJB 

issue:? io— i-6i 

ADDED 

G TERMINAL OF RELAY TO 
GROUND 


ISSUE 3 


FRL 

2 - 1-66 


TT TR 


yIbk bbIr 


DIAL CORD- 




o 

o 

LJ 

< 

a: 

_i 


CD 


MAKES 

LAST- 


X 

Z CD £D_I 

o cd >- men 


HANDSET 

CORD 


WHITE 


BLACK 


BKX 


4 7 

3 I ^5 6J 


6 12 


L-* 

_Y 

_BB 

_R 

BKX 

■SLATE 


TO UPPER 
HOUSING FOR 
MANUAL OR 
DIAL SERVICE 


SINGLE COIL SLOW-RELEASE RELAY 


BK < 

Y-< 

B B ^ 

J?-C 

BKX , 


GREEN- 


FOR MANUAL SERVICE 

STRAP OR BLACK WIRE SHOWN BETWEEN BBX 
AND BB TERMINALS ON BACKPLATE SHALL BE 
CONNECTED BETWEEN BBX AND W TERMINALS. 
REMOVE SLATE LEADS FROM RELAY AND SPRING 
ASSEMBLY. 


BROWN 


_GONG 

TRANS 


YELLOW ON DIAL 
CORD 

/ 

-FILTER BRACKET 
TERMINAL 


YELLOW- 


ELEC-MAG. 


GREEN 



BLACK 


LU 

o LU 
cn or 

CD CD 


I RED-WHITE n 

RED ON 230-233-234 

FOR DIAL SERVICE 


GREEN 


BLACK 

BK^ 

—- 0 

BB ^ 

- 0 

R ^ 

- 0 

BKX „ 


FILTER 

CONNECTIONS 


DIMENSIONS UP TO AND INCLUDING 72 INCHES EXPRESSED IN INCHES. 
NON-LIMITED DIMENSIONS, OTHER THAN SIZE OF RAW MATERIAL. SHALL 
BE HELD WITHIN FRACTIONAL DECIMAL 


USED ON | DWG 

191,195,196,197 CNT, DNT, 
GNT, HNT, AND 220, 223 
CT, DT, GT, HT 

230 AND 233 C,D,G,H 

AND 234G 
COIN COLLECTORS 
- CONN ECTIONS- 
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UPPER HOUSING UNIT ASSEMBLY- 


-BACK PLATE ASSEMBLY 


SEE NOTE 2 -63- 


EL ECTRO- 
MAGNET 



-S7B 
SEE NOTE 3 


faafiJVR'JWl EMj mm\ 


ADDED} 

LAST SENTENCE TO 
NOTE S. 


W fTi Zlli I ^7>1 
Ft II 'll I'W" 1 "! 


ISSUE: Z 3-/1-S3 


TERMINAL BLOCK 


ih N 

IN 

bob 6 •: 



SWITCH 

HOOK 



Q; ^ X 

. H 


SEE NOTE E-&8B- 


\ V \ ' 


\ \ v BK 


SWITCH HOOK TRANSFER ' \ \ \ 
SPRINGS ON BACK PLATE -\ \ \ 


TIP) ^ 




(Jzj 

H _ 


Ei_ 


MAKES LAST 
BREAK FIRST- 


59 - - 

SEE NOTE 3 


ASSEMBLY 

□ 


—11 iL ♦ ■ 




ASL 


SL 



C ySCjf / 
C JZL&f-'/ 

' 1 


notes: 

L EO, 


EOR MANUAL SERVICE CONNECT G°NG TRANSMITTER 
LEAD TO TERMINAL *y" INSTEAD OE TERMINAL "BKX", 
CONNECT STRAP BETWEEN TERMINALS "W' At "BBX" 
INSTEAD OE BETWEEN TERMINALS “BB“ 6b "33 X", 
CONNECT CAPACITOR LEAD TO TERMINAL "E" 
INSTEAD OF TERMINAL " X‘! 

ITEMS SHOWN ARE CALLED EOR IN STOCKLIST OE 
THE UPPER HOUSING UNIT ASSEMBLY . 

ITEMS SHOWN ARE CALLED EOR IN STOCK USE 
OF THE COIN COLLECTOR ASSEMBLY. THE 
TWO SLATE LEADS, ITEM SG B. APE NOT USED 
IN MANUAL TYRE COIN COLLECTORS . 


/ 

5 1 

R/ 

-1 1—— 

Z / 

(\ A f\ ^ 


1-1 



J 



1/ 1* 


MECHANISM UNIT 


56 B -^ 

SEE NOTE 3 


230 AND 233 
TYPE COIN 
COLLECTORS 
WIRING DIAGRAM 
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DIMENSIONS UF TO AND INCLUDING 71 INCHES EXPRESSED IN INCHES. 
NON-LIMITED DIMENSIONS. OTHER THAN SIZE OF RAW MATERIAL. SHALL 
■E HELD WITHIN FRACTIONAL DECIMAL 
















